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says utility plans a new, intensive load - building campaign 





WHY TOMORROW WILL BE BETTER THAN TODAY 


ETTER transformers . .. . better regula- 

tors .... better switchgear, cable, and 
meters -all because the engineer is applying 
today’s knowledge to the never-ending task of 


meeting tomorrow's needs. 


Under his hand take shape the power plant 
and the substation of the future. The cost of 
generation, transmission, and distribution will 
thus continue downward. And your services 
wili be that much nearer to your ideal of 
supplying all the kilowatt-hours desired to all 
them, and at the least 


those who desire 


possible cost. 


GENERAL &@ ELECTRIC 


How is this progress made possible? Through 
the everyday purchases that you make trom 
those manufacturers who have the experience, 
the facilities, and the vision so essential in 


this work. 


You may therefore find satisfaction in this 
thought: “Many of my present-day savings 

efficiencies and economies —were made possible 
by my purchases of G-E apparatus only a few 
years ago. Today, in the same way, future re 
ductions in my operating costs and ever greatet 
reliability of service are an integral part of 


every purchase I make from General Electric. 
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President Roosevelt, as he stood on 


the giant Bonneville Dam last Tues- 
day, indicated his intentions to press 
forward with his federal power pro- 
gram and hydro-electric development 


inthe Northwest as well as in the pro- 

posed “7-TVAs.” He also let it be 
Ce that the distribution of power 
from Bonneville and Grand Coulee 


would be over the widest area, indi- 
cating that the “postage stamp” rate 


was out. 

Striking back at those who propose 
sile of Bonneville power at the switch- 
board and set resale 
based on transmission distance, Mr. 
Roosevelt said that “I appreciate and 
understand fully the desire of some 
who live close to some of the great 
sources of power in the watershed to 
seek the advantages which come from 
seographical proximity.” 


rates at points 


Wants widest distribution 


Mr. Roosevelt said that 
power should have the 
widest distribution and that it was 
va for the Northwest to encourage 
building up of numerous small com- 
nunities rather than centering activity 
Ina “Pitts burgh” near the source of 
electric power. “The transmission of 
tlectricity is making such scientific 
strides tod: ay that we can well visualize 
i date, not far distant. when every 


Howev er. 
Bonneville 
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Roosevelt to Press Power Program 


to Create 7-TVA Regional Boards 


Gives assurance that planning authorities will not destroy state lines or 
set up dangerous centralized control— Speech at Bonneville urges 
widest distribution of power — “Postage stamp” 


rate out 


community in this area will be wholly 
electrified,” he said. 

By touching a button, Mr. Roosevelt 
started the first generator of the Bon- 
neville project to producing power. 
The gigantic structure will ultimately 
cost $75,000,000 and produce 580,000 
hp. Transmission and distribution of 
the power, how and where it will be 
sold and at what rates are problems yet 
undecided. 

Supporters of J. D. Ross, public 
ownership advocate, member of the 
Securities and Exchange Commission 
and superintendent of the lighting de- 
partment of Seattle, greeted the Presi- 
dent with placards which read: “We 
want Ross.” The reference was to the 
appointment of Mr. Ross as adminis- 


trator of the Bonneville project. 


7-T VAs 


Assures on 


A note of assurance that the pro- 
posed regional planning bvards to be 
set up to co-ordinate planning in seven 
or eight natural geographical regions 
would not be “all-powerful authorities 
which would destroy state lines, take 


away local government and make what’ 


people call a totalitarian or authori- 
tarian or some other kind of a danger- 
ous national centralized control” was 
given by Mr. Roosevelt. He said that 
the regional commissions “will be far 


more closely in touch with the needs 
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of all the localities and all the people 
in their respective regions than a sys- 
tem of plans which originates in the 
capital of the nation.” 

President Roosevelt also predicted 


that the St. Lawrence waterway and 
power development would ultimately 
take form with the “application of the 
policy of the widest possible use when 
the electric current starts to flow.” 
Congress has’ rejected the proposal 
once and the difficulty now is ratifica- 
tion by the Canadian provincial gov- 
ernments. 


Utilities Lose Ruling 
in Suit Against TVA 


Motions of attorneys for seventeen 
private power companies which would 
have enabled them to gain additional 
evidence in preparation for a hearing 
on the constitutionality of the Ten- 
nessee Valley Authority, which will be 
held in Chattanooga on November 15, 
were denied this week by a three- 
judge federal court in Nashville, Tenn. 

Charles M. Seymour, representing 
the utilities, stated that the records 
and documents requested were neces- 
sary to “prove that TVA dams were 
built primarily for power and not for 
navigation and flood-control purposes. 

“We are seeking to bring in the 
entire situation to show there was a 
power program and that TVA was its 
chief agent,” Mr. Seymour declared. 
“There seems to be a determined effort 
on the part of TVA to see that we don’t 
get a trial of the case on its merits.” 

Mr. Seymour charged that the PWA 
was making loans and grants for cre- 
ation of municipal power systems to be 
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served by TVA “just as if the TVA 
was furnishing the money.” 

W. C. Fitts, Jr., attorney for TVA, 
contended that “we have refused to 
give the companies the information on 
grounds that it is irrevelant. Efforts 
to seeure these documents is just a 
fishing expedition,’ he said. “The 
TVA’s accounts are matters of public 
record, spread over reports to Con- 
gress.” 


Dissolve injunction 


The three judges, Florence E. Allen 
of the Cincinnati Court of Appeals, 
John J. Gore of Cookesville, Tenn., 
and John D. Martin of Memphis, or- 
dered dissolved a Chancery Court 
injunction restraining the city of 
Clarksville, Tenn., and the TVA from 
proceeding with construction of trans- 
mission lines into the city. 

The court also decided not to refer 
the TVA-utility suit to a special mas- 
ter, but decided to hear all further 
testimony because of the grave ques- 
tions involved and as a matter of pub- 
lic policy. 


Utilities Diseuss 
Accounting Methods 


Four major changes in methods of 
keeping utility records which will re- 
sult in more effective utility regulation 
were discussed by Chairman Fred S. 
Hunt, Wisconsin Public Service Com- 
mission, at the annual convention of 
the accounting section of the Wisconsin 
Utilities Association held last week at 
Green Lake. 

Other speakers included C. E. Kohl- 
hepp, vice-president and treasurer of 
the Wisconsin Public Service Corpora- 
tion and president of the Wisconsin 
Utilities Association; R. E. Moody, 
vice-president Wisconsin Gas & Elec- 
tric Company, who declared that utili- 
ties can benefit the public most by de- 
veloping more widespread salesminded- 
ness; Grant Chandler, Arthur Ander- 
son & Company, Chicago, who spoke of 
the significance of a certificate of an 
independent audit, and Frank A. 
Newton, Commonwealth & Southern 
Corporation, who discussed the out- 
look for the utility industry. 

J. J. Feeney, Madison Gas & Elec- 
tric Company, was elected to the chair- 
manship of the accounting section and 
N. H. Buckstaff, Northern States 
Power Company, was named _ vice- 
chairman. 
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Intensive Load-Building Campaign 


Planned by Long Island Lighting 


New 75.000-kw. generating unit for Glenwood Landing station to go 
into service early next year — Barrett, new president, says units will 
meet increase in demand for electricity for next five years 


An intensive load-building campaign 
in the sales of gas and electric ap- 
pliances will be undertaken early next 
year by the Long Island Lighting Com- 
pany, according to Edward F. Barrett, 
who became president October 1, suc- 
ceeding Ellis L. Phillips, who became 
chairman of the board. 

Mr. Barrett stated that the company 
has been very active in the sale of 
appliances this year and expects to go 
forward on an even broader scale next 
year. At present the company has a 
lamp bulb campaign in full swing with 
indications that more than 100,000 
will be sold during the eighteen days. 


Combination set favored 


Refrigerators have led the sales list 
in electrical appliances, with water and 
house heaters topping the gas list. 
More than 1,500 gas water heaters 
have been sold so far this year, with 
expectations that this figure will be ex- 
ceeded during the campaign next year. 
Mr. Barrett said that the combination 
of waffle iron, toaster and iron for 
$5.95 was a favorite in the sales drive 
this year. 

While gas and electricity is available 
to all customers, the company has 
found that gas for cooking and water 
heating is more economical. The com- 
pany is very active in the sale of house 
heating units. The average rate for 
gas is 57 cents for 1,000 cu.ft. 

“We are looking forward to a good 
1938,” Mr. Barrett said. “Our new 
75,000-kw. turbo-generating unit at 
the Glenwood Landing station will go 
into service next year. This will bring 
the capacity to 170,000 kw. and give 
the company sufficient generating ca- 
pacity for the next five years.” 

Mr. Barrett stated also that so far 
this year the company has built four 
substations and built interconnecting 
lines with the Rockville Center munici- 
pal plant and Patchogue Electric Light 
Company. 

Mr. Barrett’s accession marks the 
first change in the executive direction 
of the company since 1912, when Mr. 


Phillips, who, with a small group of 
associates, founded the company a 
year earlier, was named president. Mr. 
Barrett joined the utility on April 1, 
1934, and has been in charge of its 
financial operations. During that per- 
iod the company completed financing 
of more than $46,000,000 of securities, 
sold privately to investors for a long 
period of time and effecting substan- 
tial savings in interest. 

A native New Yorker, Mr. Barrett, 
after entering the real estate business, 
was appointed Deputy Chamberlain of 
the city of New York by Mayor John 
Purroy Mitchell, which office he held 
until the spring of 1918, when he left 
City Hall to become associated with 
the National City Company. In Jan- 
uary, 1926, he was elected vice-presi- 
dent of National City Bank, resign. 
ing in 1934, when he was named vice- 
president and director of Long Island 
Lighting. 

Mr. Phillips has devoted more than 
25 years of active service to the utility 
and has seen it grow from an $800,- 
000 concern with 35 employees and 
1,089 customers to an integrated sys- 
tem embracing all Nassau and Suffolk 
Counties and a substantial territory in 
Queens, with assets of more than 
$133,000,000, more than 3,000 em- 
ployees and 192,000 electric and 257, 


000 gas customers. 


REA Backs Farmers in Power 
Dispute; Asks Poles Set-Up 


The Rural Electrification Adminis: 
tration has directed the Collier Con- 
struction Company of Cleveland to 
set up poles in Thompson Township, 
Seneca County, Ohio, for farmer mem- 
bers of the North Central Electric Co- 
operative who recently tore down lines 
of the Lake Erie Power Company. 

Utility obtained an injunction to 
prevent interference with its activities 
in the district, but REA Administra 
tor John Carmody said that no effort 
had been made to string up the powe! 
lines since they had been torn down. 
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Constitutionality ‘Test of REA 
Likely in Alabama Power Suit 


Utility asks court to prevent carrying out of agreement whereby REA 
advances $310,000 to Alabama co-operative — Lines would duplicate 
facilities of company now serving rural customers. 


A test of the constitutionality of the 
right of the Rural Electrification Ad- 
ministration to finance construction 
of electric lines in competition to exist- 
ing facilities and to compete for cus- 
tomers now being served by a private 
utility is likely to result from the suit 
filed last week by the Alabama Power 
Company. 

The legal action directed at a proj- 
ect of the Cherokee County Electric 
Membership Corporation in Cherokee 
and DeKalb counties, Alabama, was 
the first application for an injunction 
tying up a loan of the REA. 


Duplicates existing lines 


Naming REA Administrator John 
M. Carmody and Secretary of the 
Treasury Henry Morgenthau as de- 
fendants, the petition asked the court 
to prevent the carrying through of an 
agreement by which REA would ad- 
vance a total of $310,000 to the co-op- 
erative for construction of distribution 
lines and generating facilities. This 
system, the petition stated, would du- 
plicate service already provided by 40 
per cent of the utility’s existing lines in 
the area, threatening destruction to an 
investment of $91,000. 

Only a few hours before the filing 
of the suit on September 21 in the 
U. S. District of Columbia Court the 
REA approved a supplementary allot- 
ment to the co-operative of $188,000 
for the addition of 169 miles of dis- 


tribution lines. The original allot- 
ments were for $235,000, covering 226 
miles of line, and $75,000 for a gen- 
erating plant. The latter was rescinded 
when it was decided to purchase TVA 
power. 

The REA expects to fight the suit, 
which is based upon the provision of 
the Norris Act authorizing REA to 
make loans for construction and opera- 
tion of projects “for the furnishing of 
electric energy to persons in rural 
areas who are not receiving central 
station service.” 

Alabama Power states that of the 228 
miles in the co-op system 91 miles 
will duplicate service which it already 
provides. REA is expected to attack 
these lines as “spite lines.” Therefore 
the following sequence of events will 
probably appear as prominent: 


Summer, fall, 1936—Surveys by utility. 

Nov., Dec., 1936—Utility “undertook” pro- 
gram of 193 miles. 

Jan., 1937—Utility started construction. 

Feb. 11, 1937—Co-operative was organized 
under state law. 

Between Feb. and May, 1937 
plied for REA loan. 

May 18, 1937—REA approved the loan. 
On this date the company had completed 
and in service 132 miles, was serving 227 
customers and had applications for 114 
customers; balance of program was under 
construction. 

About July 15, 1937—First 
actually advanced to co-op. 

After Aug. 1, 1937—Co-op started actual 
construction. 


Of the 228 miles in the co-op proj- 
ect, 91 miles directly parallel lines in 


Co-op ap- 


REA funds 
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STUDY INDUSTRIAL HEATING—More than 100 utility power sales engineers and heating specialists from all parts of the country 
gathered last week at Schenectady to attend a five-day industrial electric heating course sponsored by the General Electric Company 
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the utility's project. Of the 91 miles, 
the company had, on May 18, com- 
pleted and in service 57 miles. The 
balance was under construction and 
was completed on August 12. On 
May 18 the company, with the 57 
miles of energized line, was serving 
74 customers, with 77 applications in. 
On August 15 the 91 miles of energized 
line was serving 141 customers, with 
90 applications in. There are 525 
potential customers along the 91 miles 
of duplicating line. 

Alabama Power contends that REA 
is exceeding its powers under the act, 
since it has allotted funds for a proj- 
ect to serve customers which are now 
being served and that it cannot com- 
pete with the co-op price because the 
co-op buys TVA power which is sub- 
sidized. 

The REA case presents an even 
clearer case of a federal agency ex- 
ceeding its powers than does the PWA. 


Electric Insulation Group 
to Hold Meeting in New York 


The tenth annual meeting of the 
Committee on Electrical Insulation, 
division of engineering and industrial 
research, National Research Council, 
will be held in New York City Novem- 
ber 4 and 5. For this meeting the 
committee will be the guests of the 
Consolidated Edison Company of New 
York. 

There will be two technical sessions 
on Thursday, the 4th, and one on 
Friday, the 5th. The speaker at the 
annual dinner will be Dr. A. von 
Hippel of the Massachusetts Institute 
of Technology. The afternoon of 


Friday, the 5th, will be devoted to 
committee conferences and to visits of 
Dr. John B. Whitehead, 
Johns Hopkins University, is chair- 
man of the committee. 


inspection. 


a 
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Whitwell, Boulware 
Talk to Boston Group 


As a result of selective selling, cus- 
tomers of the Philadelphia Electric 
Company in the Philadelphia area 
alone have, since 1931, purchased 
some $4,000,000 worth of electric 
ranges and water heaters, declared 
George E. Whitwell, vice-president of 
the company, recently. 

Speaking before the Ninth Boston 
Conference on Distribution last week, 
Mr. Whitwell added that alone with 
these sales had come a 30 per cent 
reduction in rates for household elec- 
tricity, to an average rate of about 4 
cents a kilowatt-hour. 

Social advance through selective 
selling is also illustrated in the addi- 
tion of more than 63,000 refrigerators 
in this area to the company lines in 
1936, representing a value of $11,- 
000,000, stated Mr. Whitwell. Resi- 
dential consumers now use more than 
double 1920’s domestic kilowatt-hours 
in refrigeration alone, at a cost of 
$12 or $14 a box, as against more 
than five times as much seventeen 
years ago, he added. Finally, the 
company receives about one-half mil- 
lion dollars in revenue from the use 
of electricity for air conditioning; 
more than half of that load has been 
added since 1932. 

At the same meeting L. R. Boul- 
ware, vice-president and general man- 
ager of the Carrier Corporation, 
stressed the beneficial effects of air 
conditioning in manufacturing, in 
transportation, in merchandising, in 
the use of goods, on personnel and 
employer-employee _ relations, in 
spreading public buying power 
throughout the year, in mining, in 
aviation and in stimulating allied raw 
material and productive industries. 


Defers Reserved Stock Sale 


Scrip certificates for fractions of 
shares of the preferred stock, 5 per 
cent series, of Central New York 
Power Corporation reserved to the 
corporation the right to sell, on or 
after October 1, the full shares reserved 
against scrip certificates then outstand- 
ing. 

John L. Haley, president, announced 
this week that the corporation has no 
intention of exercising such right to 
sell reserved shares at this time, and 
the scrip certificates will continue to 
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be exchangeable in full share amounts 
for shares of stock. When a date for 
the sale of the reserved shares has 
been determined advance announce- 
ment will be made, Mr. Haley stated. 


Alabama Power Sales Event 


Tieing in with its silver anniversary, 
the Alabama Power Company is carry- 
ing on a Silver Anniversary sales 
event, August 23 to October 23, 
aimed at selling “every type of elec- 
trical appliance we have to sell, 
through every eligible employee,” ac- 
cording to T. W. Martin, president. 


Perfect Boring Unit 
to Speed Operations 


A new development in the construc- 
tion of mobile boring machines has re- 
cently been perfected by the Four 
Wheel Drive Auto Company, Clinton- 
ville, Wis., which eliminates the neces- 
sity of extra operators. 

The boring machine is mounted on 
the front end of the truck and can be 
operated by the driver in the cab. The 
engine is mounted on the rear end of 
the truck. The company stated that 
the new machine will speed up earth- 
boring and pole-setting operations by 
30 per cent over previous machine 
methods. 

The truck can be maneuvered from 
one location to another without having 
to back it up to pole locations, as has 
been the case with other machines. 
The tower of the boring machine is 
utilized, together with a winch on the 
back end of the truck for setting poles 
in position after the holes are dug. 
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Kentucky Board Asks 
Rate-Making Data 


Kentucky Public Service Commis. 
sion will hold a hearing on October 4 
to determine if utility companies op- 
erating in the state will be ordered to 
initiate and maintain continuous in. 
ventory systems. The commission has 
started an investigation to determine 
the feasibility of such a system. Utility 
representatives and other interested 
parties will be given an opportunity 
to be heard on the plan at the hearing. 

The hearing order stated certain 
public utilities operating in the state 
have insisted the commission give con- 
sideration to the cost of reproduction 
of their respective plants and equip- 
ment in determining the reasonable- 
ness of rates and charges for utility 
services. 

Commission members believe the in- 
ventory system would prevent delays 
in making a final decision and sub- 
stantial losses through excessive 
charges during the making of such 
inventories. 


New Jersey League to Meet 


Men and women engaged in all 
branches of the electrical industry will 
gather at Atlantic City October 9 and 
10 for the annual convention of the 
New Jersey Council of Electrical 
Leagues, to be held at the Hotel Tray- 
more. Maintenance engineers, con- 
tractors, manufacturers and _ whole: 


sale distributors’ representatives, mer- 
chandisers of electrical home appli: 
ances and utility executives will at: 


tend. G. J. Redmond of Hackensack 


is president of the council. 


BORING UNITS—The Fow 
Wheel Drive Auto Company, 
Clintonville, Wis., has recently 
developed this new boring uml 
The driver of the truck c™ 
operate the unit from the cab, 
thus eliminating an extra oper 
ator. The engineer is in the re 
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Extension of Use of Electricity 
Conducive to Social Advancement 


Whitwell tells ILE.S. how Philadelphia utility has contributed to cus- 
tomers’ social betterment — Means of increasing lighting consciousness 
recommended by Regar — New trends in lighting discussed 


With wider distribution of better 
goods at greater values, higher stand- 
ards of living would follow and would 
more quickly lead to an alleviation of 
many problems than some _ other 
method that has its fundamental basis 
in regimented redistribution of wealth, 
George E. Whitwell, vice-president 
Philadelphia Electric Company, told 
the 3lst annual convention of the II- 
luminating Engineering Society held 
at White Sulphur Springs, W. Va., this 
week. 

To prove his contention, Mr. Whit- 
well cited how his company had not 
only emerged from the depression but 
had contributed by economic means 
to the social advancement of its cus- 
tomers by the development of greater 
use of electricity involving processes 
and products, consequent reduction in 
the average rate and intensive selling. 


Urges light promotion 


In opening the convention, Presi- 
dent G. Bertram Regar expressed the 
opinion that although the science of 
illumination has made greater progress 
in the past 25 years than in all the 
preceding centuries, public apprecia- 
tion of good lighting had not kept 
pace with engineering technique. To 
increase lighting consciousness, he 
stated, the society can promote the 
application of principles which are 
ased on scientific fact and use every 
ethical means available to make these 
effective. 

Registration at the convention ex- 
ceeded 500, reflecting the record in 
membership reached this year. 

The committee on industrial and 
school lighting presented a progress 
teport on the lighting of intricate pro- 
duction assembly and inspection pro- 
cesses, This is the fifth of the series 
of industrial research projects. It 
covers the determination of satisfac- 
tory illumination from the standpoint 
of quantity, quality, direction, con- 
rast and brightness with illumination 
levels for the following: Production 
laboratory, tool design, tool making, 
punch press machine, sheet metal fab- 


rication, wax and photo engraving, 
radio set and cabinet assembly and in- 
spection. 

Several methods for lighting glass 
walls, both furred out and free stand- 
ing, were discussed by C. S. Wood- 
side, who pointed out that the general 
brightness of the wall should be low, 
although points of high brightness 
may be tolerated. The characteris- 
tics of plastics used in lighting, their 
limitations and suitability were re- 


viewed by Frank W. Warner, Jr. 


Hospital lighting discussed 


Clinton B. Conway described how 
the lighting in an existing gallery, the 
Walters Art Gallery of Baltimore, may 
be modernized simply and inexpen- 
sively. In discussing hospital lighting, 
H. W. Alexander, Frank B. Lee and 
Lynn S. Ickis, Jr., presented a de- 
tailed analysis of surgery problems 
with particular emphasis on bright- 
ness. 

Mary S. Vaughan gave a critical 
analysis of 24 fixtures for low and 
medium cost dwellings. Modern light- 
ing, both built in and fixture, spe- 
cifically designed for a large house of 
modern architecture and employing 
two watts of lighting per square foot 
was analyzed by E. W. Commery. 
Air-cooled arc lamps can be made, it 
was concluded by J. W. Marden, N. C. 
Beese and George Meister, with an 
intrinsic brilliance of about four times 
that of a standard biplane filament 
projection lamp, while a water-cooled 
mercury are is capable of producing 
intensities in the arc stream of light 
to ten times that of the tungsten fila- 
ment lamp. 

Clifton G. Found discussed the 
fundamental principles involved in 
the operation of typical electric dis- 
charge tubes and pointed out how they 
can be utilized for the production of 
discharge lamps. Because radio beams 
enable pilots to fly at higher altitudes 
through all kinds of weather, airway 
beacons must be redesigned for more 
candle power at relatively high angles 
or the spacing decreased, it was stated 
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by F. C. Breekenbridge in a discussion 
of trends in aviation lighting. 

L. J. Schrenk reported that often 
due to improved lighting fatal acci- 
dents in the Detroit “night accident 
area” have been reduced 83 per cent. 
Where before the new lighting there 
were seven fatal accidents at night to 
one by day, the ratio is now 1.2 to 1. 


Adopt light to color 


For particular operations stated 
Carl E. Egler, such as coal cleaning 
and picking, and in the flotation of 
metal special lighting adapted to the 
color and foot-candle requirements 
offers new opportunities for increas- 
ing machine and labor production. 

New data were presented by Val J. 
Roper and E. A. Howard on visibility 
distance and its relation to automobile 
headlight beam candle-power distance, 
speed and glare. 

Results on efficiency light distribu- 


tion and brightness tests of louvered - 


direct lighting were given by T. M. 
Ketch and G. R. Lawall. 


West Virginia Group 
Holds Annual Meet 


At the nineteenth annual conven- 
tion of the Public Utilities Associa- 
tion of West Virginia, held recently 
a’ White Sulphur Springs, the follow- 
ing new officers were elected: J. K. 
Buchanan, president; C. van den Berg, 
Jr.. and R. Paul Smith, vice-president; 
G. B. Moir, treasurer, and A. Bliss 
McCrum, secretary. 

E. B. Smith of Fairmont made an 
address on the importance of develop- 
ing some of the hidden resources of 
West Virginia. He advocated the ac- 
tive co-operation of public utilities in 
building up the cash income of the 
communities served. Alexander M. 
Mahood, president of the National As- 
sociation of Railroad and Utilities 
Commissioners, read a carefully pre- 
pared paper showing the attitude of 
the national organization on some of 
the problems confronting regulatory 
authorities. 

Charles W. Kellogg, president of 
the Edison Electric Institute, spoke on 
“Relations With Public Bodies,” 
stressing the point that chief execu- 
tives of public utilities should not 
delegate the matter of contacting pub- 
lic bodies. “It is your supreme op- 
portunity to display business states- 
manship,” he said. 
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Whitehorne Sees Need 
of Mass House Wiring 


It is not the price of wiring so much 
as it is the lack of selling that is the 
retarding influence on the growth of 
electric service, declared L. W. Going, 
president International Association of 
Electrical Inspectors, in his address to 
the western section of the association 
meeting in Chicago last week. 

Mr. Going offered a rebuttal to the 
“too common attitude in the industry, 
or at least on the part of certain repre- 
sentatives of the utility group, to ac- 
cept without question the impression 
that progress toward adequacy in wir- 
ing is being retarded because of un- 
necessary and restrictive code rules.” 

Indicating agreement to some extent 
with Mr. Going’s contention, A. R. 
Small, president Underwriters Labora- 
tories, said that it would be a good 
thing to study the situation and dis- 
cover if there is, actually, any factual 
basis for the idea that the code is in- 
strumental toward high wiring costs. 

“Co-operation Within the Industry,” 
was the title of a symposium in which 
D. J. Talbot represented the inspectors, 
C. V. Sorenson the utilities, A. J. Mc- 
Givern the wholesalers, L. F. Adams 
the manufacturers and George Andrae 
the contractors. All agreed that co- 
operation was a good thing. 

Mr. Andrae was the most specific in 
his remarks, verbally chastising the 
manufacturers for internecine jealousy 
in the market introductions of new in- 
ventions and for failure to work out 
an effective cross-licensing arrange- 
ment. He also reproved the utilities 
for their insistence on “low cost” wir- 
ing and said they could do a lot in that 
direction by coming to agreement 
among themselves on standards for 
service entrance switches and meter 
equipment. He suggested the combina- 
tion into one of the National Electrical 
Safety Code, with its concern for prop- 
erty hazards from fire, and of the Bu- 
reau of Standards Code, which is 
mostly devoted to protection against 
personal injury from electric shock. 

If the electrical industry does not 
wake up and take vigorous measures 
to cure the ills of wiring inadequacy 
in 20,000,000 homes now using elec- 
tric service, then some other agency, 
possibly governmental, is going to dis- 
cover the condition and take on the 
job itself, according to Earl White- 
horne, editor Electrical Contracting. 
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There is urgent need, said Mr. White- 
horne, for the development of new tech- 
niques in selling and installing wiring, 
techniques for profitable handling of 
house wiring in the mass instead of the 
present unprofitable practice of work- 
ing on one house at a time. 


Electrical Code Analysis 


An analysis of the 1937 revision of 
the National Electrical Code prepared 
by the National Electrical Manufac- 
turers Association is now available 
from the association headquarters, 155 
East 44th Street, New York, at 10 
cents the copy. 


eetings 


Chicago Exposition of Power and Me- 
chanical Engineering — International 
Amphitheatre, Chicago, Ill, October 
4-9, 


International Association of Electrical 
Leagues—Annual convention, New York, 
N. Y., October 6 and 7. O. C. Small, 
secretary, 155 East 44th St., New York. 


National Safety Congress — Annual 
meeting, Kansas City, Mo., October 11- 
15. Paul Jones, director of publicity, 
National Safety Council, 20 North 
Wacker Drive, Chicago, IIl. 


American Institute of Electrical Engi- 
neers—Middle Eastern District, Akron, 
Ohio. October 138-15. H. H. Henline, 
National Secretary, 33 West 39th St., 
New York, N. Y. 


Electrochemical Society — Fall meeting, 
St. Louis, Mo., October 13-16. Colin 
G. Fink, secretary, Columbia University, 
New York, N. Y. 


National Electrical Contractors Associa- 
tion—Annual meeting, Biltmore Hotel, 
Los Angeles, Calif., October 18-21. 

W. Davis, general manager, 420 Lex- 
ington Avenue, New York, N. Y. 


National Electrical Wholesalers Associa- 
tion—Semi-anuual convention, Livte) 
Cleveland, Cleveland, Ohio, October 18- 
21. Alfred Byers, secretary, 165 Broad- 
way, New York, N. Y. 


National Metal Congress and Exposition 
—Atlantic City Auditorium, Atlantic 
City, N. J., October 18-21. 


American Welding Society—Annual meet- 
ing and welding exposition, Atlantic 
City, N. J., October 18-22. Warner §8. 
Hays, managing director, 29 West 39th 
St., New York, N. Y. 


Indiana Electric Association — Annual 
meeting, French Lick Springs, Ind., 
October 21-28. 


National Electrical Manufacturers Asso- 
ciation — Annual convention. Palmer 
House, Chicago, October 24-30. W. J. 
Donald, managing director, 155 East 
44th St., New York, N. Y. 


Wisconsin Utilities Association—Electrical 
section, commercial and technical divi- 
sions, convention and exhibit, Pfister 
Hotel, Milwaukee, Wis.. November 11-13. 
A. F. Herwig. executive secretary, 135 
West Wells St., Milwaukee. 
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Meter Engineers Hold 


Session at Portland 


More than 75 members of the New 
England Association of Meter Engi- 
neers gathered last Friday at Portland, 
Maine, to devote the day to a discus. 
sion of totalizing and telemetering. The 
forenoon session was taken up by a 
résumé of the state of the arts in these 
two closely related fields in a paper 
by A. E. Knowlton, associate editor of 
ELECTRICAL WoRLD. 

In the afternoon the manufacturers 
of equipment for telemetering and load 
totalization demonstrated their respec. 
tive systems and discussed their scope 
of usefulness and proper application. 

In general, there was agreement with 
the morning speaker’s assertion that 
telemetering, especially, needed to have 
told in its behalf the economic gains 
derived from its application in typical 
instances; otherwise managements 
would probably continue to overlook 
the fact that telemetering is well out of 
the development stage and is perform. 
ing creditably in various forms in sev- 
eral hundred applications around the 
country. 

a 


E.E.L. Technical Group 
to Hold Meetings 


Tentative outline of the meeting 
program of the electrical equipment 
committee and the transmission and 
distribution committee of the Edison 
Electric Institute to be held in the 
Terminal Building, Cleveland, Ohio. 
October 11-13, has been announced. 
The morning sessions of the electrical 
equipment committee, held on Mon 
day, October 11, will be closed. At 
the open sessions in the afternoon 
F. A. Newton will discuss “Rates for 
Electric Water Heating” and William 
S. Carpenter has selected for his topi' 
“Load Forecasting.” Talks on station 
design and modernization will be com 
tributed by F. W. Gay, R. A. Hentz 
W. E. Gundlach and F. A. Lane. 

On Tuesday, October 12, the elec 
trical equipment and transmission and 
distribution committees will hold # 
joint session. R. E. Dennis, A. A. 
Lipschutz and George Vessellago will 
contribute to the discussion on “Com 
tinuing Property Records.” ; 

The transmission and distribution 
committee will continue its own 
sions on October 13. 
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Energy production above 1936, 
but under recent peak — Moves 
against normal seasonal trend 


Output of energy by the electric 
power and light industry during the 
week ended September 25 declined 
slightly compared with the preceding 
week to 2,265,748,000 kw.-hr., accord- 
ing to the Edison Electric Institute. 
The decrease was only 0.7 per cent, 
scarcely large enough to be significant 
except in so far as the movement was 
contrary to the normal upward trend 
at this season. The gain over the like 
week a year ago was 4.4 per cent, 
which is the smallest since June, 1935. 

Viewing the changes over a longer 
period, it is evident from the chart 
that the rise since the beginning of 
April has been decidedly less pro- 
nounced than it was in 1936, more 
nearly paralleling the course mapped 
in 1935. 

Regional gains during the latest 
week were largely concentrated in the 
Rocky Mountain States, up 13.4 per 
cent compared with a year ago, and 
the Central Industrial area, up 7.3 per 
cent. Weakness in New England is 
offset by large gains a year ago. 


Weekly Output. Millions of Kw.-Hr. 


1937 1936 1935 
Sept. 25...2,266 Sept. 19..2,171 Sept. 21..1,852 
Sept. 18...2,281 Sept. 12..2.171 Sept. 14..1,852 
Sept. 11...2,154 Sept. 5..2,099 Sept. 7..1,752 
Sept. 4...2,321 Aug. 29..2,136 Aug. 31..1,810 
Aug. 28...2,295 Aug. 22..2,126 Aug. 24..1,840 
Aug. 21...2,304 Aug. 15..2,094 Aug. 17..1, 


Court Asked to Void 
Loans Made to Utility 

A complaint charging that an inter- 
locking directorate of North American 
Company, headed by Harrison Wil- 
liams, had compelled the North 
American Light & Power Company to 
accept $4,000,000 in loans in lieu of 
stock issues to retire notes was filed 
this week in federal court in New 
York by John H. Murphy, a holder 
of preferred of North American Light. 

The complaint demanded that the 
loans he erased through payment by 
North American Light of $4,000,000 
in its common stock and that North 
American return $300,000 paid by 
North American Light as interest on 
the loans. 

Back in April 1, 1931, North 
American Light issued $10,000.000 in 
“rial notes to be paid off at the rate 
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Output Up 4.4 per Cent 


WEEKLY 
OUTPUT ~ 


Chae 





JFMAMJJASOND: 


Per Cent Change from Previous Year 











Week Ending 

Region Sept. 25 Sept. 18* Sept. 11* 
New England....... + 1.8 + 0.6 + 2.0 
Middle Atlantic..... +3.0 +3.9 + 45.0 
Central Industrial... + 7.3 +6.5 + 8.2 
West Central....... + 4.3 + 0.2 + 5.3 
Southern States..... + 4.4 + 3.7 + 4.5 
Rocky Mountain.... +13.4 +16.5 +14.7 
Pai sciawaacees + 4.1 + 8.9 + 5.9 

United States... +4.4 + 5.1 + 6.2 


*Adjusted to include holiday conditions in both years 


of $2,000,000 a year. North American 
and Middle West Utilities agreed to 
underwrite common-stock issues to 
cover the retirement. When Middle 
West Utilities, an Insull property, 
went into bankruptcy North American 
took over the obligation, and by 1934 
North American had received 73.4 per 
cent of the common stock of North 
American Light in the retirement of 
the serial notes. 

The complaint charged that in 1935 
and 1936 North American prevented 
the issuance of common stock for re- 
tirement purposes and instead loaned 
$2,000,000 each year at 5 per cent 


interest. 


State Cuts Franchise Levy 


Efforts on the part of the city of 
Newark, N. J., to capture a greater 
share of gross receipts taxes paid by 


the Public Service Electric & Gas Com- 
pany was recently blocked when State 
Tax Commissioner J. H. Thayer Mar- 
tin reduced the municipality’s $60,000,- 
000 valuation on the company’s 
property to $29,634,000. The com- 
pany’s gross receipts taxes for 1935, 
1936 and 1937 total $11,278,355, and 
of this sum Newark will receive 
$2,098,248, according to the State Tax 
Board’s announcement. 

Newark fixed its valuation of the 
company’s holdings in that munici- 
pality after the Court of Errors and 
Appeals ruled against distribution of 
the taxes on a unit system and directed 
apportionment according to the valu- 


~ations of local assessors. 


Missouri Utility Valuation 


The state Tax Commission of Mis- 
souri has recommended that 1937 
property taxes on electric light and 
transmission companies be based on 
an assessed valuation of $91,723,251, 
an increase of $1,455,601 over a year 
ago, taxes on street and electric rail- 
ways, on a valuation of $22,626,188, 
a decrease of $3,992,857. 

ee 


® ¢ 
Moves to New Boston Office 


The Linde Air Product Company, 
unit of Union Carbide & Carbon Cor- 
poration, announced that its Boston 
district office has moved to 441 Stuart 
Street. 


> 
Dam Injunction Modified 


The Federal court has issued an 
order modifying the injunction which 
was obtained by the Texas Power & 
Light Company against the Colorado 
River Authority of Austin, restraining 
it from reconstructing the dam on the 
Colorado River at Austin and con- 
structing power transmission lines 
which would link all hydro-electric 
plants of the Colorado River Au- 
thority. 

This is the fifth modification of the 
original injunction. The order of 
modification abandons a former limit 
of $200,000 that could be spent on the 
Austin Dam and permits installation 
of power machinery and operation of 
the dam. It also permits the author- 
ity to complete a high-tension line 
from Buchanan and Roy Inks dams to 
Austin. Installation of power ma- 
chinery at the Roy Inks dam is now 
permitted. 


qllll) 9 





Wide World 


ETERNAL LIGHT—The 
15-ft. steel bulb which 
will surmount the Edison 
Memorial Beacon Tower 
at Menlo Park which is 
being built by Dayton 
Iron Works, Inc. Sam- 
uel Victorsohn, _presi- 
dent, right, is shown 
holding with A. Shatzkin, 
foreman, the aluminum 
ring which will hold a 
special lens to be placed 
on the top of the struc- 
ture and when illumi- 
nated will act as an air- 
plane beacon 


HOME SERVICE CON. 
FERENCE — More than 
250 home service women 
from all parts of the 
United States were guests 
of Hotpoint at its sixth 
annual home service con- 
ference held recently in 
Chicago. Miss Miriam 
Jackson of the Hawaiian 
Electric Company, Ha- 
waii, and Miss Katherine 
Fisher, director of the 
Good Housekeeping In- 
stitute, were speakers on 
the program 
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FARM ELECTRIFICATION—The Toledo Edison farm elec 

this exhibit of farm electric machinery at the recent Henn 

(Ohio) fairs. Equal importance was given to farm prodod 
household appliances 





Wide World 
sponsored PARIS EXPOSITION—A view of the Trocadero, taken from the Eiffel Tower, showing the beautiful dis- 
ms county play of water and light at the Paris Exposition, which was attended by many lighting engineers and utility 
well as to officials from the United States as well as from other parts of the world 


Bonney 

GIANT CIRCUIT BREAKER—This power circuit breaker, to be used for 

a 500,000-volt high-tension line, was shown in the Hall of Honor at the 
Palace of Light at the Paris Exposition 








R. E. Dillon Vice-President 
of Boston Edison Company 


Robert E. Dillon, whose appoint- 
ment as vice-president in charge of 
production and engineering for the 
Boston Edison Company was an- 
nounced in ELEctrRicAL Wor-p, Sep- 





tember 18, page 8, entered the utility 
field in the employ of that organiza- 
tion in 1911, having been graduated 


from the Massachusetts Institute of 
Technology the previous year. He 
was transferred to the generating de- 
partment of the Edison company after 
two years in its standardizing and test- 
ing laboratory and in 1925 was ap- 
pointed superintendent. 

Mr. Dillon has long been identified 
with the prime movers committee of 
the Edison Electric Institute, the power 
generation committee of the Associa- 
tion of Edison Illuminating Com- 
panies, and is an acknowledged 
authority on interconnection in the 
New England area. 


> Joun Knapp, who formerly was 
vice-president in charge of sales for 
the Norge division of Borg-Warner 
Corporation, has been named execu- 
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tive vice-president of the Norge divi- 
sion. Mr. Knapp will work directly 
with President H. E. Blood in the di- 


rection of the division’s activities. 


> Frep Bays of Sullivan, Ind., has 
been named a member of the Indiana 
Public Service Commission to suc- 
ceed Samuel L. Trabue, who has re- 
signed at the request of Gov. M. Clif- 
ford Townsend. Mr. Trabue had 


served on the commission since 1933. 


> CHartes N. Satvispurc has been 
elected of the Canadian 
Westinghouse Company, Ltd., to suc- 
ceed the late George R. Kerr. Mr. 
Salvisburg entered the employ of the 
Canadian Westinghouse Company in 
1903. He has served in many capaci- 
ties in the treasury department, becom- 
ing assistant to the treasurer in 1918 
and assistant treasurer in 1924, 


treasurer 


> ALLAN Brooks, who has been since 
1919 administrative secretary of the 
Massachusetts Department of Public 
Utilities and who has been connected 
with the board since 1904, has been 
elected secretary of the commission 
to succeed the late Andrew A. High- 
lands. He is the author of “A Com- 
pilation of Gas and Electric Utility 
Laws in Massachusetts” published in 
1923 and again in 1929, and is widely 


known in regulatory circles. 


> C. S. Bace, vice-president and gen- 
eral manager of Montreal Light, Heat 
& Power Consolidated, has been 
elected a director of that company, 
succeeding the late George Caverhill. 
Mr. Bagg became associated with the 
Montreal properties when he joined 
the Montreal Gas Company in 1897. 
After holding various positions he 
was named general manager in 1929 
and vice-president and general man- 
ager three years later. He is also a 
director of Beauharnois Light, Heat & 
Power Company. 
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ABOUT PEOPLE 


Texas Utility Names Cooper 
Executive Vice-President 


Howard W. Cooper, vice-president 
of the Wisconsin Power & Light Con. 
pany in charge of business promotion, 
has been appointed executive vice 
president of the Central Power & Ligh 
Company, Corpus Christi, Tex. Mr. 
Cooper has been connected with the 
Wisconsin company since 1933 and 
had been vice-president for more than 
two years. 

Previously Mr. Cooper had beer 
division manager of the Washington 
Water Power Company at Lewiston. 
Idaho, and prior to that connection 
had been associated with the Pacific , 
Power & Light Company. | 

He has been active in associatio 
work throughout his whole period of 


service in the electric utility indust 
Chairman of various committees ifm”! 
the Northwest Light and Power As ger 
sociation, Mr. Cooper continued i 
activities in the Wisconsin Utilitis 
Association, serving on market 
velopment and merchandising 
mittees. Before leaving Wisconsi0™ 
was the guest of honor at a dinner 
the Milwaukee Athletic Club giver” 
the Wisconsin Appliance and had" 
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Association in recognition of his out- 
standing efforts in promoting better 
relations between utilities and dealers. 


J. P. Haftenkamp President 
of Empire State Group 


Joseph P. Haftenkamp, whose elec- 
tion to the presidency of the Empire 
State Gas and Electric Association 
was announced in ELECTRICAL WorLD, 
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September 25, page 66, has been con- 
nected with the Rochester Gas & 
Electric Corporation since 1905. Start- 
ing as a cadet engineer at East Sta- 
tion, at that time the company’s only 
sas manufacturing plant, he became 
assistant superintendent in 1907 and 
in 1919 was appointed superintendent 
of the gas department. Early in 1924 
he was sent abroad to study the latest 
European chemical and mechanical 
developments in the gas industry. 

In 1927 Mr. Haftenkamp was pro- 
moted to the position of assistant gen- 
eal manager of the company, con- 
tinting as such until 1932, when he 
was made vice-president in charge of 
operations. 
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*H. S. ReIzENsTEIN has been ap- 
Pointed contract manager of the West- 
inghouse Electric International Com- 
pany with headquarters in New York. 


indust'' 

ittees ff > Herserr W. Bay has been appointed 
ower AM Stteral power representative of the 
‘nued bi Public Service Electric & Gas Com- 
— Upilitief Pany, Newark, N. J., succeeding 
arket Herbert H. Holding, who retired on 
ing COMM Psion last month after 25 years’ 
sconsin "MM “tvice. Ropert G. Exry has been 
- dinnet HH Mee assistant general power repre- 
> given HE *ttative, succeeding Mr. Bay. A 
and Re fduate of the University of 
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Nebraska, Mr. Bay has been connected 
with Public Service since 1927. Mr. 
Ely started with Public Service in 
1926. Spencer A. Moore has been 
appointed power representative in the 
Jersey City district of the company. 
succeeding Mr. Ely. 


> Minot K. Homes has been ap- 
pointed manager of the insulator divi- 
sion of the Owens-Illinois Glass 
Company, Hemingray Division, Mun- 
cie, Ind. In 1904 Mr. Holmes became 
associated with the Hemingray Glass 
Company, which Owens-Illinois Glass 
acquired in 1933. Starting in the ma- 
chine repair shop, he subsequently 
became machine shop superintendent. 
factory superintendent and then chief 
engineer. During the five years that 
he served as chief engineer a consider- 
able part of his time was occupied 
with sales engineering work with the 
utilities in the central west. 


F. W. Randall Assumes New 


Duties in Massachusetts 


Frank W. Randall, assistant general 
manager of the New Hampshire Gas 
& Electric Company, Portsmouth, 
N. H., and widely known in New 
England industrial and civic circles 
for his effective work in public rela- 
tions and in community development, 
has been appointed assistant to the 
vice-president of the New England Gas 





and Electric Association, with head- 
quarters at Cambridge, Mass. 

He was graduated from the Uni- 
versity of New Hampshire, of which 
he is now a trustee, in 1907, and in 
1915 entered the meter department of 
the Portsmouth utility, gradually ad- 
vancing to the executive position of 
assistant general manager. At Cam- 
bridge he will be occupied specifically 


with community and industrial de- 
velopment and public relations. He 
assumed his new duties October 1. 


OBITUARY 
James English 


James English, founder and for 37 
years president of the United Illumi- 
nating Company of New Haven, Conn., 
died at his home in that city Septem- 
ber 21, in his eighty-fifth year. 

In 1882 Mr. English, with other 
business men of the city, organized 
the New Haven Electric Company, 
Mr. English becoming secretary and 
treasurer. In 1884 he was elected 
president. When the United Illumi- 
nating Company was formed in 1899, 
through the consolidation of the New 
Haven Electric with the Bridgeport 
Electric Light Company, Mr. English 
was elected president of the new com- 
pany. He served in that position un- 
til last spring, when, on account of 
ill health, he retired from the presi- 
dency and was elected chairman of 
the board. 

Mr. English had been a director of 
the New Haven Water Company since 
1882 and a vice-president since 1899. 
He had been a director of the South- 
ern New England Telephone Company 
for over half a century and many 
years ago served for a short time as 
acting president. 

> 


> Henry C. Lucas, treasurer of the 
Philadelphia Electric Company, from 
1911 until his retirement last April, 
died, of pneumonia, September 20 at 
his home in Cynwyd, after a week’s 
illness. He was 75 years old. 


> Max A. Bere, secretary of the Elec- 
tric Service Supplies Company, Phil- 
adelphia, Pa., died at his home in 
Chicago, July 16. Mr. Berg had served 
as vice-president and secretary since 
the company was founded in 1906. 
Mr. Berg started his career in the 
electrical industry in 1886 with the 
Electric Supply Company of Chicago 
and later, in 1892, served as manager 
of the electric railway department of 
the Ansonia Electric Company, also 
of Chicago. His next connection was 
with the Ohio Brass Company, Mans- 
field. In 1902 he became a member 
of McGill-Porter & Berg, which later 
became the Porter & Berg Company. 
In 1906 this company merged with 
others to form the Electric Service Sup- 
plies Company. 
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Price of Copper Cut 
to 12c.; Lead Breaks 


The domestic price of copper was 
reduced this week in two l-cent steps 
to 12 cents a pound. The change is 
the first since April 29, when the price 
was established at 14 cents, following 
a decline from a high of 17 cents on 
March 30. The decline in foreign 
prices to below the 13 cent level. 
coupled with a restricted volume 
of purchases by consumers in this 
country, accounted largely for the re- 
duction. 

Wire and brass companies also an- 
nounced a reduction in the prices of 
their products. General Cable Corpora- 
tion reduced the price of bare wire 
4 cent a pound and weatherproof 3 
cent. The American Brass Company 
lowered prices of yellow brass } cent 
a pound and copper products, com- 
mercial bronze and 85 per cent red 
brass } cent. 

The American Smelting & Refining 
Company reduced the price of lead 25 
points at New York to 6 cents, while 
the St. Joseph Land Company made a 
similar reduction to 6.05 cents at New 
York and to 5.85 cents at St. Louis. 
Last week these companies lowered the 
price of lead 25 points. 

° 


Combine Selling Efforts 
in Co-operative Contest 


A co-operative contest between 
Procter & Gamble and Westinghouse 
Electric & Manufacturing Company 
has been launched, with $12,000 in 
cash and over $39,000 worth of West- 
inghouse electric roasters for 1,266 
eventual prize winners. Each week, 
from October 4 through November 
14, prizes will consist of one check 
for $1,000, ten checks for $100 each 
and 200 Westinghouse roasters. The 
contest consists of completing, in 25 
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AND MARKETS 


words or less, the sentence beginning 
“I like the new super-creamed Crisco 
because .. . 

Westinghouse dealers, who see the 
contest as effective promotion for their 
holiday sales, will feature the electric 
roaster throughout the six weeks of 


the contest. 
o 


Control Equipment Contract 


Bureau of Reclamation, Denver, 
Colo., has awarded contract to the 
Westinghouse Electric & Manufactur- 
ing Company for main control equip- 
ment for new units Nos. 5 and 6 at 
Boulder Dam power plant, price $48,- 
152, f.o.b. Boulder City. 


New Sales Assignments Made 
to Manufacturers’ Staffs 


Among the recent appointments 
made by electrical manufacturers to 
their sales staffs are the following: 

R. T. Woodward has been assigned to 
cover the Pittsburgh territory for the 
Waren Telechron Company. 

W. G. Harveycutter has been appointed 
district manager for the southern territory 
of the Leonard Division of Nash-Kelvinator 
Corporation to contact distributors handling 
Leonard electric refrigerators in Alabama, 


Georgia, Florida, Louisiana, Tennessee and 
North Carolina. 

Announcement of the appointment of the 
Graybar Electric Company as wholesale dis- 
tributor for all Hotpoint major appliances 
in Alabama has been made by R. W. Turn- 
bull, vice-president of the Edison General 
Electric Appliance Company, Chicago. 


te 
Noma Electric Strike Settled 


The strike of 300 employees of the 
Noma Electric Corporation, New 
York, which had tied up production 
for some two months, has been settled. 
Metal Novelty Local, 1,224, of the 
United Electrical and Radio Workers 
of America, C.1.0. affiliate, is recog- 
nized as sole bargaining agent and 
increases in wages and piece rates are 
provided. 


Refrigerator Sales 


Rise 15% in August 


Domestic sales of household re. 
frigerators to distributors and dealers 
during August, 1937, totaled 112,112 
units, valued at $9,337,686, as agains 
97,347 units, valued at $7,565,525, 
for August, 1936, according to the 
National Electrigal Manufacturers As- 
sociation. 

For the first eight months of the 
year domestic sales amounted to 
1,877,975 units, valued at $160,086; 
950, compared with sales of 1,595,806 
units, valued at $129,434,358, during 
the corresponding period last year. 

World sales for August, 1937, were 
126,028 units, valued at $10,324,676, 
as against 109,656 units, valued a 
$8,529,413, during August, 1936. 
For the first eight months world sales 
amounted to 2,028,770 units, valued 
at $171,370,709, compared with 1,726, 
568 units, valued at $139,060,341, for 
the same period of 1936. 


Air-Conditioning Sales 
Take First Dip in August 


Installed cost of air-conditioning 
equipment sold in August totaled 
$3,269,792, as against $3,621,885 for 
August, 1936, a decrease of 9.7 pel 
cent and the first decrease of the yeal. 
according to the Air Conditioning 
Manufacturers’ Association. 

Total cost for the first eight months 
of 1937 was $71,575,967, compared 
to $36,151,088 for the corresponding 
period of 1936, and to $49,942,301 for 
all of 1936. 


3 
Electric Union Row Settled 


The fight between the America? 
Federation of Labor and the Commlt 
tee for Industrial Organization ov” 
control of the more than !,200 & 
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ployees of the National Electric Prod- 
ucts Company at Ambridge, Pa., 
ended when the United Electrical and 
Radio Workers Union, the CIO af- 
(liate involved, agreed that the Inter- 
national Brotherhood of Electrical 
Workers, AFL organization, be rec- 
ognized as the collective bargaining 
agency in the case. 


Dividend Announcements 


Electrical manufacturing companies 
have recently announced the following 
dividends : 


Emerson Electric Manufacturing has paid 
the accumulated dividends of $31.50 on the 
preferred stock, clearing up arrears on the 
issue, and the current quarterly dividend 
of $1.75 a preferred share. 

Century Electric paid on September 30 
to holders of record of September 22 an 
initial dividend of 10 cents per share on 
the new $10 par common stock. The com- 
pany paid $1 per share on the old stock 
in the previous quarter. The old stock has 
heen split 10 for 1. 

Kelvinator of Canada, Ltd., an interim 
dividend of $1 to common shareholders. 
The last payment was $1.25 on September 
35, 1936. 


Government Contracts Let 


Federal agencies reported the fol- 
lowing awards to electrical manufac- 
turing companies and allied compan- 
ies during the week ended September 
23: 

Anaconda Wire & Cable Company, Navy, 
dectric cable, $151,799. 

Westinghouse Lamp Company, Treasury, 
lamps, $11,000. 

Chase Brass & Copper Company, Inc., 
Panama Canal, wire cloth, $15,118. 


Rockbestos Products Corporation, Navy, 
cable, $120.004. 


Okonite Company, Navy, electric cable, 
$116,805. 


EHFA Signs New Contracts 


EHFA has announced that contracts 
have been closed with the Chillicothe 
Municipal Utilities, Chillicothe, Mo., 
and the city of Anderson, Anderson, 


Ind. 


SATE hcsrarieeerresensdenerenesiiiennindeteseeeieneeteenmeemmenteananineaemateeiteceanteate 


New York Metal Prices 


Sept. 21, 1937 Sept. 30, 1937 


Cents per Cents per 
P Pound Pound 
vopper electrolytic 14.00* 12.00* 
Dri . s. « R. 
Ps. <ces 5 ; 
<atimony. eee 1" 33 "7 F °3 
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a th 7.60 6.85 
Mente... 58.75 55.625 
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Field Reports on Business 


The drop in metal prices this week is expected to stimulate forward 
buying, which will decrease present accumulated stocks. A ppliance 
sales are reported good in many sections. Manufacturers report a 
high rate of activity, although new orders are not coming in as fast 


as in previous months. 


NEW ENGLAND 


New England industries enter the fourth 
quarter with a large volume of orders on 
hand, a condition which is reacting very 
favorably on the buying of electrical equip- 
ment. Control equipment for a new 2,500- 
kw. turbo-generator recently bought for a 
western Massachusetts paper mill was pur- 
chased a short time ago; further expansion 
in the paper-making industry is in sight, ac- 
cording to the announcement of the Great 
Northern Paper Company, which plans a 
water-power development near Millinocket, 
Maine. 

Small motor sales are progressing at a 
steady pace. A well-known manufacturer of 
safety switches and control apparatus re- 
ports that machinery makers of western 
New England are looking ahead to an un- 
usually heavy fall business. Domestic meter 
sales are encouraging and ahead of last 
year in this district, according to one manu- 
facturer. Central station supplies are quiet, 
though one representative reports about 
$125,000 in heavy substation equipment or- 
ders under consideration at this time. Com- 
mercial lighting is gaining. High-wattage 
lamps ranging from 200 watts up are sell- 
ing steadily for interior factory lighting 
and sales to date are about double the vol- 
ume of a year at this time. 

Merchandising is striking a faster pace 
in sales. During the past week two car- 
loads of refrigerators and a carload of 
ranges were distributed by one prominent 
wholesaler in this district. Electrically 
driven laundering machinery is selling well. 


PACIFIC COAST 


Except in the Bay region, where there is 
a lag caused by labor factors, electrical 
business is good in all branches on _ the 
Pacific Coast, with an excellent prospect of 
establishing an all-time holiday record for 
small appliances. Certain staple commodi- 
ties, however, are still receding in price and 
flexible metallic conduit and rubber-covered 
wire are back on the January basis. 

California has been allotted about 10 per 
cent of the $70,000,000 Treasury Department 
construction program for Western states, in- 
cluding a $4,000,000 custom house for San 
Francisco, eight post offices averaging $100.- 
000 for northern California, a $2,000,000 
federal building addition for Los Angeles 
and five post offices averaging $150,000 for 
southern California. 

Recent orders for government plants cover 
a fire alarm system and a $15,000 annuncia- 
tor system for Bonneville and $50,000 worth 
of cable for Boulder. Los Angeles power 
system is buying heavily of cable and ma- 
chinery, including orders for $6,000 busbar 
fittings, $17,000 induction pumping relays, 
a $62,526 award for Westinghouse feeder 
voltage regulators, orders aggregating $90.- 
000 for distribution transformers and an in- 
quiry for 160 400-amp., 7,500-volt discon- 
nect switches. 

Eleven western states report a_ total 
building permit volume decrease of 10 per 
cent for August under July this year and 
a 5 per cent increase over August last year. 


Los Angeles, however, increased 15 per cent 
for August this year over August, 1936, 
about 60 per cent of the total being resi- 
dential. San Francisco is projecting a 100- 
home subdivision development averaging 
$9,000 each. The first privately contracted 
wiring jobs for individual exhibits and 
buildings at San Francisco’s 1939 exposition 
are being awarded. 


CHICAGO 


Activity in the industry continued to hold 
up well in spite of the spottiness of general 
business. Retail and wholesale trade im- 
proved slightly over the previous week. 
Production in the steel district fell off, but 
is expected to pick up quickly. Industrial 
activity, on the whole, declined moderately, 
but is still above last year’s figure. 

Utility business is good and expansion 
is going forward at a steady pace. By the 
end of the year the amount spent by the 
Commonwealth Edison Company for new 
construction and remodeling will approxi- 
mate $16,500,000, while the Public Service 
Company of Northern Illinois expenditure 
will be near $5,800,000. 

Sales of lighting equipment continue to 
advance. Lighting of athletic fields is prov- 
ing to be an important item, one manufac- 
turer reporting the average of seven jobs 
per week in the Central West. Industrial 
and commercial units are moving at an en- 
couraging rate. The trend of appliance 
sales appears to be upward as small gains 
are reported each week. 

New orders for industrial equipment are 
less steady, although most manufacturers 
are maintaining their production rate. Small 
motors are in demand, as are switches and 
control apparatus. Electric welding equip- 
ment sales are approximately 22 per cent 
higher than a year ago. Several thousand 
feet of cable was ordered last week for un- 
derground street work. 


NEW YORK 


Pessimism regarding the industrial out- 
look over the next few months was again 
reflected in a sharp break in security mar- 
kets, sending prices to new lows for the 
year. On Tuesday President Roosevelt gave 
some assurance to business by indicating 
that the budget would be balanced in the 
next fiscal year. There are some indica- 
tions that pessimism has been overdone and 
that while trade may not exceed the fourth 
quarter last year and first quarter this year 
a high level will. be maintained. 

Electrical appliance buyers are coming 
into the market seeking replacements for 
October and November. Low and medium 
price goods are the favored items. An out- 
standing feature of the Atlantic Coast Pre- 
mium Buyers’ Exposition this week was the 
wide variety of electrical appliances offered. 
Interest in appliances is running high with 
sales good. 

The drop in metal prices this week is 
expected to stimulate new buying. Stocks 
have been accumulating since business ac- 
tivity began to show a recession. 
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Stocks and Bonds Continue Downward Trend 
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Utility stocks and bonds reflected the uncertainty of the market in general, both drop- 
ping to new lows for the year and looking somewhat more promising on Tuesday last. 
“Electrical World” stock index, 29.7; previous week, 30.2; corresponding week a year 


ago, 38.5; 1937 high, 41.5. 


New $8,500,000 Issue 
of Ohio Edison 4s 


A new issue of $8,500,000 of Ohio 
Edison Company first mortgage 4 per 
cent bonds due on September 1, 1967, 
was offered this week at 1004, to yield 
3.97 per cent. Proceeds will be used 
to reimburse the company’s treasury 
in part for $3,409,760 of net unfunded 
property additions made before July 
31, 1937, and net property additions 
made and to be made. The company 
proposes to issue under the mortgage 
$2,557,000 of the bonds on the basis 
of the net unfunded property addi- 
tions to July 31 and $5,943,000 of the 
bonds against the deposit with Bank- 
ers Trust Company, as trustee, of a 
like amount of cash. 

Among the recent SEC registrations 
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Bond index, 101.9; previous month, 103.3 


are the following: 


North Boston Lighting Properties, a sub- 
sidiary of the New England Power Associa- 
tion, has filed a statement covering the is- 
suance of $13,000,000 of secured notes, 314 
per cent series due in 1947, 

SEC has issued an order making effective 
a declaration by the Gardner Electric Light 
Company covering the issuance and sale of 
two unsecured six-month promissory notes, 
each for $150,000, with interest at 214 per 
cent to be prepaid. 


Trustees Seeks to Buy Bonds 


Bankers Trust Company, as trustee 
for Utah Light & traction Company 
30-year first and refunding mortgage 
bonds, due 1944, is inviting sealed 
proposals for the sale to it of these 
bonds, at not more than 105 per cent 
and accrued interest, in an amount 
sufficient to exhaust $51,287 of sink- 
ing fund moneys set apart for this 


purpose. Proposals will be received 
up to October 21. 


Northern States Power Plans 
Five-Year Expansion Program 


An expansion program totaling 
$43,585,033 has been budgeted by the 
Northern States Power Company of 
Minnesota for the years 1937-42, ac. 
cording to testimony of Robert Ff. 
Pack, president, before the Securities 
and Exchange Commission. 

Of this amount $38 848,313 is to be 
spent in 1938-42, and of this sum 
$21,815,000 will be raised by security 
sales. To finance a part of this pro 
gram the company has arranged for 
a stand-by loan of $4,000,000 with a 
group of banks headed by the Chase 
National Bank, New York, and Harris 
Trust & Savings Bank, Chicago, ac 
cording to Mr. Pack. The loan wil 
mature October 1, 1939. 


Reject Nevada Utility Issue 


The Federal Power Commission has 
dismissed, “without prejudice to the 
right of the applicant to renew said 
application and present new evidence,” 
the application of the Sierra Pacific 
Power Company to issue 35,000 shares 
of $100 par value preferred and 226, 
600 shares of $15 par common stock. 
to have been exchanged for stock of 
Sierra Pacific Electric Company. 


Withdraws Merger Request 


Kentucky & West Virginia Power 
Company has withdrawn its applice 
tion to merge with its parent concefl, 
the Appalachian Power Company. 


Utilities Reports (Earnings) 





Net Income 
1937 1936 


$8,461,894 
35,235,845 35,285,608 
23 386,65 
11,306,%2 

1,096,500 


- oF 
9 905.22 


4,622,708 


*Nat. Pwr. & Lt. and 
ES nko deeunsdews 

t*Assoc. G. & E. and 
SR: uswtueenceceus 

*Pub. Serv. N. J. and 
WES a vcuceieceesens 

yAmer. G. & E. 
subs. 

*Blackstone Valley 
G. & E 

TLouisville G re E. 
(Ky.) and subs.... 

*Conn. Lt. & Pwr..... 

*Central Maine Pwr. 


$6, 687,58 


25 , 54 , 695 
13,128,017 
1,147,110 
2,968 .648 
4,566,277 
1,868 .372 
2, 640.296 
2,106,099 


2,551.744 
1,790,628 


*Houston Ltg. & Pwr. 
*Texas Pwr. & Lt.... 
*Carolina Pwr. & Lt.. 
*Nebraska Power..... 


* Twelve months ended August 31. 
+ Twelve months ended July 31. 
t Operating income (preliminary) 
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Emercency Licghrs—Newest of the emer- 

gency light systems offered by the Emer- 
gency Light Corporation, New York City, 
is the “Hulst Dual Exit-Light,” designed to 
provide light for exit doors, both with nor- 
mal 110-volt, a.c. or d.c. service and on 
lailure of that service. Normal lighting of 
the sign is effected through two bulbs con- 
ected in parallel and controlled by an ex- 
mal switch. Second plug-in is connected 
0 @ permanent live circuit which holds 
open a relay operating the battery switch. 
in event of current failure, the emergency 
amp in the center of unit lights and sends 
ut direct and reflected light through the 
ar glass opening in the center of the 
red glass panel. Another unit manufactured 
y this company consists of a portable cabi- 
net Operating on the same principle, but 
cling only as an emergency light; one style 
‘equipped with hand flash lamps. 


Drawinc Boarp Lamp—Equipped with a 
louble swinging arm that extends to 
‘wenty-four inches, this model of the “White 
Knight” lamp has been developed by the 
meist Manufacturing Company, New 
aven, Conn., primarily for the drawing 
ae similar expansive surface. The 
Aestialite “Corrected Light” luminaire 
=e the metal shade provides a white, 
. used light claimed to increase color con- 
te glare and thus produce a 
1 degree of visual acuity. 


Gactry-Operateo ReLayY—A novel 
'eans of actuating advertising displays and 
i controlling electrically operated 
vi e Without actual contact is provided 
1 the “Magic Power Unit” offered by the 
a Company, New York City, as a 
. pact, Inexpensive, capacity-operated re- 
, which closes a circuit when a person 
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EQUIPMENT 


Emergency Light 


approaches the antenna—wire or other 
metal object. Dial adjustment on front panel 
permits control of sensitivity to suit indi- 
vidual applications; equipment to be oper- 
ated is plugged into outlet on front panel. 
Unit can also be provided with time delay, 
limited time delay, selector and other aux- 
iliary relay units. It operates on 110-120 
volts, a.c. or d.c., and has a load capacity 
of 800 watts, non-inductive. 


SxetcH SHeets—New sketch paper of the 
Wade Instrument Company, Cleveland, con- 
sists of 8144 x 11 sheets, with a 7 x 74 in. 
drawing area laid out in 4% in. squares, the 
inch lines being heavy and numbered. Iden- 
tification lines are provided, although the 
paper is also available with a 7 x 10 in. 
sketching area, without other printing. Black 
ink and pencil drawings stand out distinctly, 
it is said, and make clear blue prints. The 
100 per cent rag tracing paper will not de- 
teriorate, the makers state. 


Sueet Iron Cover Coat—Manufacturers 
of washing machines, ranges and refrigera- 
tors who use the one coat process of porce- 
lain enameling may be interested in a new 


single-glass, super-opaque, sheet-iron cover 


coat announced by the Porcelain Enamel & 
Manufacturing Company of Baltimore. T'e 
new frit is designated as No. 2117; accord- 
ing to the maker, it offers high reflectance, 
workability and wide firing range, and does 
not tear, curl, sag or slide. 


Continuous OutTLer SystEM—‘Plug- 
mold” is a new development in interior wir- 
ing by the Wiremold Company of Hartford, 
Conn., that permits the location of outlets 
in an accessible raceway from 3 in. apart 
upward, meeting changes in service require- 
ments with ease and flexibility. This con- 
tinuous outlet system is designed to solve 
the problem of spotting outlets in the ini- 
tial layout by permitting them to be located 
wherever and whenever desired. Suggested 
for homes, offices, workshops and stores. 


Writinc Macutne—International Business 
Machines Corporation, New York, has an- 
nounced a new all-electric writing machine, 
known as the “Hekto-Writer,” and designed 
for producing reverse master copies used in 
liquid hectograph duplicating machines. The 
company states that the machine effects sav- 
ings in operating costs, besides eliminating 
the handling of dye-bearing carbon paper by 
the operator. The master sheet is inserted 
as in an ordinary typewriter, after which a 
movement of a lever places a ribbon of 
hectograph carbon paper behind the sheet, 
in the position for writing. Ribbon is fed 
from a reel at the back of the machine. 
moving with the master sheet each time the 
carriage is returned. 


Biack Lamp—“Black” light—near ultra- 
violet rays—when projected on_ surfaces 
painted with luminescent products causes 
them to glow in brilliant flashing colors. 
Science Laboratories Inc., Cincinnati, now 
presents the “Sperti Black Lamp 200” as 
an economical and practical source of black 
light. Special mercury-vapor lamps are in- 
closed in dark glass designed to pass only 
the invisible or near ultra-violet rays. Lamp 
plugs into 110-volt, 60-cycle circuits, will 
start and operate in extreme heat or cold 
and reaches maximum efficiency in fifteen 
seconds, according to the maker. 
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Survey Shows 750,000 Use 
Electric Ranges in Britain 


A recent survey of the electrical 
appliance trade reveals that there 
are now 7,114,877 domestic consum- 
ers of electricity in Great Britain. 
More than 750,000 use electric ranges 
and 200,760 electric water heaters. 
There are 150,313 electric wash boil- 
ers in use. 

The survey showed that more than 
20 per cent of the domestic consum- 
ers receive their energy supply on 
the two-part tariff system, which 
means that the current is being used 
for purposes additional to lighting at 
a cheaper rate. 


G. E. Opens Comforter Drive 


As a result of succesful experimen- 
tation last year in certain areas, the 
General Electric Company is launching 
a drive on its electric comforter, de- 
signed to afford safe, automatically 
controlled warmth to a sleeping in- 
dividual without the necessity of 
heaped-up blankets or insufficient 
fresh air. 

The comforter is composed of two 
thicknesses of light-weight material be- 
tween which many feet of specially in- 
sulated waterproof flexible wire have 
been sewn in a zigzag pattern. The 
wires are connected to a control box 
placed at the head of the bed. The 
comforter is receiving particular at- 
tention from the hospital and sana- 
torium field. 


oe 
California Wiring Program 


The Electrical Development League 
of Southern California recently 
launched an adequate wiring program 
and has appointed Walter L. Stickel 
as co-ordinator. In this capacity Mr. 
Stickel will contact executives of the 
wholesalers, utilities, manufacturers. 
contractor groups and various clubs. 
to whom he will explain the plan. 


Files Income Tax Appeal 


Duke Power Company of Charlotte, 
N. C., has asked the Board of Tax 
Appeals to redetermine a $156,520 de- 
ficiency in income taxes from 1932 
through 1935 assessed by the Internal 
Revenue Bureau on it as transferee of 
the assets of the Southern Public Util- 
ities Company of New Jersey. 
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PirtspurcH, Pa.—Kelsey-Hayes Wheel 
Company, 3600 Military Avenue, Detroit, 
Mich., plans installation of motor-generator 
sets, motors and controls, regulators, con- 
veyors, electric hoists and other equipment 
in new steel automobile wheel plant at 
Neville Island, Pittsburgh, where tract of 
about 30 acres of land has been secured. 
Cost about $1,000,000. Work will begin 


soon. 


Sr. Paut, Nes.—Howard County Rural 
Public Power District, James Fisher, Jr., 
secretary, receives bids until October 5 for 
quantity of electric meters, meter sockets 
and accessories for service connections on 
rural electrification project, totaling 600 
miles. H. H. Henningson Engineering Com- 
pany, Union Bank Building, Omaha, Neb.. 
is consulting engineer. 


GLeNnpDiveE, Mont.—Bureau of Reclamation. 
Denver, Colo., plans electric-operated pump- 
ing station for Glendive unit of Buffalo 
Rapids Project, Yellowstone River Valley 
district, to cost about $400,000, in which 
amount appropriation has been authorized. 
An allotment of $1,605,000 has been made 
for complete Glendive unit of the reclama- 
tion project. 


Derroit, Micu.—Briggs Manufacturing 
Company, 11631 Mack Avenue, manufac- 
turer of steel automobile bodies, plans in- 
stallation of motor-generator sets, trans- 
formers and accessories, motors and con- 
trols, regulators, conveyors, electric hoists 
and other equipment in new multi-unit au- 
tomobile body parts manufacturing plant 
on a l7-acre tract of land on Connors 
Avenue, recently acquired. Plant is sched- 
uled for completion in 1938. Cost over $2,- 
500,000. 


Lexincron, Ky.—Lexington Utilities Com- 
pany plans addition to power substation 
on Rose Street, including installation of 
transformers and auxiliary equipment, spe- 
cial switching apparatus and _ accessory 
equipment to double present capacity. 


Pecos, Tex.—Red Bluff Water Power 
Control District, Pecos, E. B. Barron, presi- 
dent, has plans nearing completion and 
will take bids soon for hydroelectric gen- 
erating plant in vicinity of Grand Falls, 
Tex., on Pecos River, to be used for auxili- 
ary service. Also for transmission line 
from that point to Imperial and Barstow, 
Tex., making connection with existing trans- 
mission line of district near Patrole, Tex. 
Cost about $200,000. Financing has been 
arranged through federal aid. J. D. Shaw 
is engineer. 


Los Ancetes, Cauir.—Technicolor Mo- 
tion Picture Corporation, 825 Seward Street, 
plans installation of motors and controls, 
conveyors, special lighting apparatus and 
other equipment in new addition to color 
motion picture film plant. Capacity of plant 
will be doubled to a total rating of 130,- 
000.000 lineal feet per annum. Cost close 
to $750,000. 





OPPORTUNITIES 


Freeman, S. D.—Has plans under way 
for a municipal electric power plant and 
electrical distributing system. Bond _ jsgye 
of $100,000 was authorized at recent spe- 
cial election. Proposed to begin work soon. 


Moserty, Mo.—Missouri Power & Light 
Company has approved plans for addition 
to local steam-electric power plant, includ 
ing installation of new equipment. Work 
will be placed under way at once. 


BristoLt, Pa.—Philadelphia Shipbuilding 
Company, 119 South Fourth Street, Phila 
delphia, Pa., H. L. Curtis, president, re- 
cently organized, plans installation of mo 
tors and controls, transformers and accesso: 
ries, conveyors, electric hoists and_ other 
equipment in new shipbuilding plant a 
Bristol, where large tract of land has been 
leased, fronting on Delaware River, used 
for similar operations many years ago, to 
be modernized and equipped by new owner. 
Cost over $100,000. 


Seymour, Iowa—Has preliminary plans 
for extensions and improvements in munici- 
pal electric power plant, including installa- 
tion of new engine-generator unit and 
auxiliary equipment. H. S. Nixon, Grain 
Exchange Building, Omaha, Neb.. is con 
sulting engineer. 


GaLiatin, TeENN.—Has authorized a bond 
issue of $150,000, proceeds to be used fo 
installation of a municipal electrical dis- 
tributing system, using TVA _ power, with 
power substation and transmission line fo! 
connection with TVA high-tension system 


McKeesport, Pa.—McKeesport Tin Plate 
Corporation, McKeesport, plans installation 
of motors and controls, conveyors and othe! 
equipment in connection with expansion 0! 
plants at Baltimore, Md., Maspeth. N. Y. 
Boston, Mass., and Hamilton, Ohio, esti 
mated to cost about $550,000. Financing 
is being arranged. 


Cotumsus. Miss.—Plans installation of a 
municipal electric distributing system for 
light and power service for municipal build- 
ings and other property, as well as for geo 
eral commercial service, using TVA power 
A bond issue of $281,000 has been author 
ized, including power substation for switc! 
ing and distribution service, and transmis 
sion line connection with TVA _high-tension 
system. Of fund noted, about $200.000 wi! 
be used for commercial lines in municipality 


Corpus Curist1, Tex.—General Americal 
Tank Storage & Terminal Company, }» 
South La Salle Street, Chicago, IIl., plans 
installation of motors and controls, tran* 
formers and other power substation appal® 
tus, conveyors, regulators, motor-driven com 
pressors, electric hoists and other equ? 
ment in new oil refining plant and Is 
tributing terminal at Corpus Christi, where 
tract of 40 acres of land has been secure, 
A refrigerating and precooling plant ¥ 
be built on adjoining site. Entire pro)e 
will cost about $1,000,000. 
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